TABLE IH-1

TOTAL DOE ENVIRONMENTAL CONTROL ACTIVITIES FUNDING ALLOCATIONS

Administration**

FY 1977 Funding Allocation
Related to Environmental
Control Activities

{$ in thousands)

Portion of Total FY 1977

Budget Related to
Environmental Control

Activities

(Percent)*

Conservation (AC)
Fossil Energy (AFE)
Nuclear Energy (ANE)

Solar,   Geothermal,  and Advanced
Energy Systems (ASGA)

Environment and Safety (AES)

5,984
86,194
62,195

12,337
17,973

4. 8

19.4

2. 5

1.4
8. 1

Total

184,683

3.4

TOTAL DOE FY 1977 Budget:   $5, 383, 982, OOP

To nearest tenth of a percent

National Security (ANS) excluded - See Section IVothermal, and advanced energy systems,
